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UNITED STATES GOVERNMENT 

Memorandum 



TO 


Director of Communications 


P78-02820A00090001 0077-7 


ENG-M 63-356 
date: 22 May 1963 


from : Chief, Engineering Staff, OC 


subject: OC-E Monthly Report - 1 March - 31 March 1963 


The Engineering Staff Monthly Report for the period 
of 1 March - 31 March 1963 is attached. 


Attachment : 

OC-E Monthly Report 



CC: OC-T, v/att. 
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